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LIMITED OFFICIAL USE ANKARA 3269 

E.O. 11652: N/A 
TAGS:MOPS, TU 

SUBJ: US INDEPENDENCE CABLE DAMAGE - AUGUST 6, 1973 
REE: ANKARA 3221 

1. FOREIGN MINISTRY INFORMED US TODAY, APRIL 30, THAT 

PTT NOTED AMOUNT CITED IN RELEASE COVERS FULL COST DAMAGES 
SHOWN IN SURVEY REPORT BUT NOT COSTS OF SURVEY ITSELF 
AMOUNTING TO 62,243.45 TL (SIXTY-THREE THOUSAND TWO 
HUNDRED FORTY-THREE TURKISH LIRA, 45 KURUS) REPORTED IN 
MFA AIDE-MEMOIRE OF MARCH 4, 1974. (COPY POUCHED 
DEPT MARCH 8, 1974.) PTT REQUESTS PAYMENT OF SURVEY 
COSTS AS WELL AS ALREADY AGREED TOTAL CLAIM AMOUNT OF 
7,855,060.15 TL. 

2. MFA INDICATED THAT DEADLINE FOR DEPOSIT ON CLAIM 
SETTLEMENT SLIPPED FROM APRIL 30, TO MAY 6, 1974. 
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